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layer of copper. The jars are filled with a mixture of distilled water
and glycerine having a low freezing point and serving to secure a good
contact between the terminal PI and the inner coating. This also pre-
vents a too rapid heating of the jar.

Another method for raising the breakdown voltage and minimizing
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the effect of leakage discharge is shown in Fig. 73 (Allgemeine Elektri-
zitatsgesellschaft). The dielectric is split into two parts at the top, the
outer part being bent out like an umbrella.
For purposes requiring particularly low energy loss the very handy
compressed gas condensers as designed by M. WiEN17 are very conven-
ient. Their design is shown in Fig. 74. The use of carbonic acid gas,